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BILL NO. S-76-11- 


SPECIAL ORDINANCE NO. 


s-^02zZ^ 


AN ORDINANCE approving a contract with 
Westinghouse Electric for materials for 
Street Lighting Department in the 
Board of Public Works. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. That the contract dated October 22, 1976, 
between the City of Fort Wayne, by and through its, Mayor and the 
Board of Public Works and Westinghouse Electric, for: 

5,0 00 Feet 1 1/2" Galv. Ridig Conduit 61.90/c 

TOTAL: $3,095.00 

all as more particularly set forth on City Utilities Purchase 
Order No. 8341, which is on file in the Office of the Department 
of Purchasing and is by reference incorporated herein, made a 
part hereof and is hereby in all things ratified, confirmed and 
approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 


l-^sDC 

Councilman I 










Read the first time in full and on motion by seconded by 

, and duly adopted, read the second time by title and referred 
to the Committee on _(an d ~ the City Plan Commissi on for 

reco mmpndation) and Public Hearing to be held after du e—1 -effal n otice, at th e; Council 

Chambers, City Cuunty Building, Fori Wayne, IndlanaT'on ... , the day 

of,_ 



DATE: / /" 


Read the third time in full and on motion by 

seconded by _, and duly adopted, placed on its passage. 

PASSED CQJ^^ by the following vote: 

NAYS ABSTAINED ABSENT TO-WIT: 


TOTAL VOTES 

AYES 

m 

BURNS 

(y 

HINGA 


HUNTER 


MOSES 


NUCKOLS 

SCHVIIDT, D. 


SCHIMDT, V. 


STIER 


TALARICO 


DATE: 



CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as r7n>^mn MAP^ f ( AXTxy^^x^Tipr.>T> f SPECIAL) f APPROPRIATION) 

ORDINANCE ^ RESOLUTION) No . 7A ^ o n the d ay 1976. 









CITY CLERK J?5tfiSIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 
day of _1976, at the h<^ of /^'<=^<^o ' clock M .,E.S.T. 


CITY CLERK 

Approved and signed by me this d ay of 

at the hour of j-y o'clock 






































































































Bill No. 5^76^11^11 - . 

REPORT OF THE COMMITTEE ON PUBLIC WORKS __ 

We, your Committee oh Public V/orLs __ to whom was referred an Ordinance 

approving a contract wjtli Westtnghouse Electric for matpHaU 

for Street Lighting Department ia the-Board of Public Works^ 



have had said Ordinance under consideration and beg leave to report back to the Common 



CONC! 


BAH 
































Memorandum 


-j-Q J.F. Horreale, Supt. City utilities 

From Ruth VJinget - Purchasing Dept. 

Subject 5,000 Ft. 1 1/2" Galv. Rigid Conduit 


Dale 


10-22-76 


COPIES TO: 


J. Shoulders 


Herevrith is Purchase Order No. 8341 vrhich is prepared 
favoring Uestinqhouse Electric for 5,000 Ft. 1 1/2" 

Galv. Rigid Conduit for St. Lighting. 

Five quotes V7ere received by telephone, Westinghouse 
being the lov.'est.; 

Attaclied are the follov/ing documents in support of 
the recommendation of Westinghouse Electric: 

1. Street Lighitng Requisition 

2. Purchasing Dent, memorandum 

3. Copy of Purchase Order 

It is urged that in referring this Purchase Order to 
the City Council for enactment of an ordinance that all 
of the attached items, together v;ith this memorandum 
be included with the proposed ordinance. 

Please make sure that no confirming Purchase Order 
Number is given to Westinghouse Electric until evidence 
of Council approval is furnished to the Purchasing Dept. 




Ri^h VTinget 


Approve d: 














©DW ®[F [F®®^ Wffl'ffKlE 

CBTY UTILITBES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 

r n 

Westinghouse Electric 
125 E. Murray St. 

Fort Wayne, Indiana 46803 

L J 




ORIGINAL^ 

PURCHASE ORDER NO, 

n each pack- 
express receipt and correspondence. 

October 22 , 19 76 


824:1 

number musV Spp^r on e 


SHIP TO — 

St. Lighting Dept. 
1701 South Lafayette 
Fort Wayne, Indiana 


St. 


MAIL ALL invoices,TO - 

GENERAL ACGOUNTiNG 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 


INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 



r 


































3M:V5>^XIT[£ OF ORDIMA^ICE _ SPECIAL ORDINANCE - Cltv Utilities Purchase Order 8341 _ 

DEPARHEFT REQUESTING ORDIrlANCE board of public works 

. 

SYNOPSIS OF ORDINANCE r . -^tv lTl-i1i>-fps Pnrrhas e Orfler 8341 to Westlnehouse Electric 

-in am-'-iin t; of $3^095.00 provides for the purchase of 5,000 feet of Galvanized 

^-RigiH CnnHiiif- t o be used bv the Street Lighting Department. _ 


Tp Ip.phonft quotes were solicited as follows; 

-All-Phas e Electric---$3,100.00 

- National Mill Supply - 3,391.00 

--Westlnehouse Electric- 3,095.00 

-Graybar Electric -- 3,208.00 

-G.E,S. Company - 3,329.00 


EFFECT OF PASSAGE _ Inventory for Street Lighting Department 


EFECr OF l«-P,ASSAE _ Possih lp delay In Street Llehtine Projects 


WIEY INVOLVED (Direct costs. Expenditures, Savings) cost to utility - $3.095.00 

- M h - jp . h . r c v g. t . g are hi n prl. to Ci ty' as used. _______ 


ASSIGi'lED TO CQ'TIITTEE 



















































